NEWARK EAGLES LINEUP 


Murry Watkins third base 
Raymond Dandridge second base 
Willie Wynn catcher 


Robert Harvey right fiela 


Johnny Davis left field or pitcher 


Leonard Pearson first base 
Archie Brathwaite center field 
Sidney Morton short stop 
Frank Mekell catcher 
Victor Burnett out field or utility 
James Hill pitcher 
Leniel Hooker pitcher 
ferris Me Duffie piteher 
Haywood Cozart pitcher 
Eddie Jacobs pitcher 
Donald Newcombe piteher 


George "Mule" Suttles manager also plays outfield 


